Date: Fri,  3 Jun 94 04:30:27 PDT
From: Ham-Equip Mailing List and Newsgroup <ham-equip@ucsd.edu>
Errors-To: Ham-Equip-Errors@UCSD.Edu
Reply-To: Ham-Equip@UCSD.Edu
Precedence: Bulk
Subject: Ham-Equip Digest V94 #173
To: Ham-Equip


Ham-Equip Digest            Fri,  3 Jun 94       Volume 94 : Issue  173

Today's Topics:
                  Info on a NLS Mod. MS-15 Miniscope
                   wanted: autek QF-1 notch filter

Send Replies or notes for publication to: <Ham-Equip@UCSD.Edu>
Send subscription requests to: <Ham-Equip-REQUEST@UCSD.Edu>
Problems you can't solve otherwise to brian@ucsd.edu.

Archives of past issues of the Ham-Equip Digest are available 
(by FTP only) from UCSD.Edu in directory "mailarchives/ham-equip".

We trust that readers are intelligent enough to realize that all text
herein consists of personal comments and does not represent the official
policies or positions of any party.  Your mileage may vary.  So there.
----------------------------------------------------------------------

Date: 2 Jun 1994 22:53:03 -0400
From: newstf01.cr1.aol.com!search01.news.aol.com!not-for-mail@uunet.uu.net
Subject: Info on a NLS Mod. MS-15 Miniscope
To: ham-equip@ucsd.edu

In article <courcoul-020694190508@buffy.qro.itesm.mx>,
courcoul@itesmcq1.qro.itesm.mx (Juan M. Courcoul) writes:

>What I need to know is what kind of battery it uses, or at least the
>operating voltage and the voltage and amperage of the ac adapter.

My NLS MS-15 uses 3-2V sealed lead acid ("gell cells") for a 6V
supply. As I recall, the charger is 9v, but I don't remember if it is
AC or DC and I cannot
locate my charger right now.

Terry Taylor, N6MON

------------------------------

Date: Thu, 2 Jun 94 22:57:31 -0500
From: news.delphi.com!usenet@uunet.uu.net
Subject: wanted: autek QF-1 notch filter
To: ham-equip@ucsd.edu

Looking for a good used autek QF-1 notch filter.
Jim Hall, KE4AGT
jimrhalljr@delphi.com

------------------------------

End of Ham-Equip Digest V94 #173
******************************
